46       DOCKETED ITEMS
-8503070654 Responds to NRC 850102 Itr re violations noted in Insp Repts 50-269/84-32,50-270/84-32 & 50-287/84-36.Corrective actions: mgt will continue to emphasize proper documentation in initial & ongoing training programs.
TUCKER.H.B. Duke Power Co. 85/02/01. O'REILLY.J.P. Region 2, Office of Director. 2pp. 29265:062-29265:063.
-8503070657 Forwards Insp Repts 50-269/84-32,50-270/84-32 & 50-287/84-36 on 841118-1210 & notice of violation. BROWNLEE.V.L. Region 2, Office of Director. 85/01 /02. TUCKER.H.B. Duke Power Co. 2pp. 29265:064-29265:065,
-8503070660 Notice of violation from insp on 841118-1210.
*  Region 2, Office of Director. 85/01/02. 1p. 29265:066-29265:066.
-8503070663 Insp Repts 50-269/84-32,50-270/84-32 & 50-287/84-36 on 841118-1210.Noncompliance noted:incomplete documentation re controlling procedure for unit startup
BRYANT.J., SASSER.K., DANCE.H. Region 2, Office of Director. 84/12/31. 8pp. 29265:067-29265:074.
8503110023 Advises that date to begin testing first masonry panel to resolve outstand-ing item in IE Bulletin 80-11 delayed until 850321.Testing delay result of delays experienced by ongoing test program using univ facilities.
TUCKER H.B. D-ike Power Co. 85/02/25, DENTON.H.R. Office of Nuclear Reactor RegUalici. D.re=tc:. STOLTZ.J.F. Operating Reactors Branch 4. 2pp. 29307:127-29307:128.
8S02250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-AHis Molded Case Circuit Breaker." Svc list encl.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response {Post 830103}. 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8S02270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503080279 Forwards Rev 0 to "Oconee Unit 2 inservice Insp Exam Listing & Schedule," as part of Rev 2 to Vol 3 of "Second Interval Inservice Insp Plan," submitted w/ 840925 Itr.Unit 3 info will be submitted by end of Cycle 9 refueling outage. TUCKER.H.B. Duke Power Co. 85/03/05. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. STOLZ.J.F. Operating Reactors Branch 4. 2pp. 29270:001-29270:300.
-8503080287 Rev 0 to "Oconee Unit 2 Inservice Insp Exam Listing & Schedule," constituting part of Rev 2 to Vol 3 of "Second Interval Inservice Insp Plan." HOGGE.AJ. Duke Power Co. 84/11/21. 300pp. 29270:003-29270:300.
8503200384 Ack receipt of 850201 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-269/84-25, 50-270/84-24 & 50-287/84-27. WALKER.R.D. Region 2, Office of Director. 85/03/05. TUCKER.H.B. Duke Power Co. 1 p. 29454:001-29454:003.
-8503200300 Responds to NRC 841221 Itr re violations noted in Insp Repts 50-269/84-25,50-270/84-24 & 50-287/84-27.Corrective actions: Maint Directive II.J revised to address operating experience program within maint group.
TUCKER.H.B. Duke Power Co. 85/02/01. O'REILLY.J.P. Region 2, Office of Director. 2pp. 29454:002-29454:003.
-8502060020 Forwards Insp Repts 50-269/84-25,50-270/84-24,50-287/84-27, 50-413/ 84-93 & 50-414/84-42 on 841001-05 & 09-12,notice of violation & list of significant observations.
OLSHINSKI.JA Region 2, Office of Director. 84/12/21. TUCKER.H.B. Duke Power Co. 2pp. 29454:004-29454:005.
-8502060022 Notice of violation from insp on 841001-05.
* Region 2, Office of Director. 84/12/21. 2pp. 29454:006-29454:007,
-8502060024 Insp Repts 50-269/84-25,50-270/84-24,50-287/84-27, 50-413/84-93  & 50-414/84-42 on 841001-05 & 09-12.Viplation noted:failure to fully implement TMI Item I.C.5, "Feedback of Operating Experience," at Oconee facilities. STADLER.S. Region 2, Office of Director. 84/12/17. 28pp. 29454:008-29454:036.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co, of New York, Inc. 109pp. 29481:085-29481:192.
8S03060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc fist encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103), 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.                                                                                             PH
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
8503270342 Notifies of delays in testing of first panel for confirmatory test program on arching action methodology.per IE Bulletin 80-11 .Testing should begin on 850424. TUCKER.H.B. Duke Power Co. 85/03/19. DENTON.H.R. Office of Nuclear Reactor Regulation,  Director.   STOLZ.J.F.  Operating  Reactors  Branch  4.   1p.   29525:135-29525:135.
R. Periodic operating reports & related correspondence
8503250227 Forwards monthly operating repts for Feb 1985.Corrected Unit 1 monthly operating rept for Jan 1985 also encl due to change of wording re unit shutdowns & power reductions.
TUCKER.H.B. Duke Power Co. 85/03/15. Director's Office, Office of Inspection and Enforcement. 1p, 29502:235-29502:252,
-8503250230 Monthly operating repts for Feb 1985, REAVIS.J.A, Duke Power Co. 85/02/28. 16pp. 29502:236-29502:251.
-8503250236 Revised monthly operating rept for Jan 1985 re unit shutdowns & power reductions. REAVIS.J.A. Duke Power Co. 85/01/31. 1p. 29502:252-29502:252.
S. Reportable occurrences, LERs & related correspondence
8503120218 Special repton 850114.CRD dc breaker failed slow during Channel D reactor protective sys on-line test.Caused by sticking trip latch roller bearings & excessive trip latch operating torque.Breaker front frame replaced.
TUCKER.H.B. Duke Power Co. 85/02/14. GRACE.J.N. Region 2, Office of Director. 2pp. 29343:301-29343:303.
8503040510 LER 85-002-00:on 850122,unit tripped from 100% full power when all six intercept valves closed for unknown reasons causing high turbine header pressure which resulted in high RCS pressure.W/850221 Itr. HAGHI.MA, TUCKER.H.B. Duke Power Co, 85/02/21. 5pp. 29195:076-29195:080.
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence. KAISER.A.F. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 85/03/19. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement. 6pp. 29516:335-29516:340.
V. Operator Examinations
8503200384 Ack receipt of 850201 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-269/84-25, 50-270/84-24 & 50-287/84-27. WALKER.R.D. Region 2, Office of Director. 85/03/05. TUCKER.H.B. Duke Power Co. 1p. 29454:001-29454:003.
-8502060024 Insp Repts 50-269/84-25,50-270/84-24,50-287/84-27, 50-413/84-93 & 50-414/84-42 on 841001-05 & 09-12.Violation noted:failure to fully implement TMI Item i.C.5, "Feedback of Operating Experience," at Oconee facilities. STADLER.S. Region 2, Office of Director. 84/12/17. 28pp. 29454:008-29454:036.
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F. Security, medical, emergency & fire protection plans
8503070592 Advises that 840815 Rev 84-01 to radiological emergency plan consistent w/provisions of 10CFR50.47(b) & App E & acceptable.
BROWNLEE.V.L. Region 2, Office of Director. 85/01/29. TUCKER.H.B. Duke Power Co. 1p. 29265:270-29265:270.
8503200160 Forwards Insp Repts 50-269/84-34,50-270/84-33 & 50-287/84-37 on 841211-850110.No violation or deviation noted.
BROWNLEE.V.L. Region 2, Office of Director. 85/02/11. TUCKER.H.B. Duke Power Co. 1p. 29458:072-29458:077.
-8503200175 Insp Repts 50-269/84-34,50-270/84-33 & 50-287/84-37 on 841211-850110.No noncompfiance or deviation noted.Major areas inspected:operations,surveillance,rnaint,previously identified items & emergency drills. BRYANT.J.C. Region 2, Office of Director. 85/02/08. 5pp. 29458:073-29458:077.
8503070339 Forwards response to requests for addl info re 831111 & 840814 requests for exemptions to 10CFR50,App R.per 850103 telcon.W/seven oversize drawings.including one illegible. Aperture cards available in PDR. TUCKER.H.B. Duke Power Co. 85/02/28. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. STOLZ.J.F. Operating Reactors Branch 4. 34pp. 29257:125-29257:160.
8503080218 Forwards Rev 12 to security plan.Rev withheld (ref 10CFR73 21) TUCKER.H.B. Duke Power Co. 85/02/28. GRACE.J.N. Region 2, Office of Director 2pp. 29274:359-29274:360.
8503140110 Advises that NRC review of crisis mgt plan included sections of Revs 10-13 instead of only Rev 12 as referenced in NRC 850129 Itr.
BROWNLEE.V.L Region 2, Office of Director. 85/03/07. TUCKER.H.B  Duke Power Co. 1p. 29357:167-29357:167.
8503150482 Revised emergency plan implementing procedures.including HP/O/B/ 1009/10 re quantifying gaseous releases through steam relief valves & HP/O/B/ 1009/11 re off site dose from uncontrolled release of radioactive matls,W/850307 Itr TUCKER.H.B. Duke Power Co. 85/03/07. GRACE.J.N. Region 2, Office of Director 43pp. 29371:001-29371:044.                                                                            ui i^rw-wr.
